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PART in 

Factories and Boilers Department 


NOTIFICATION 

No. TI-3287/20II/F & B. 21st June 2012. 

Results of Second Class Boiler Attendants Competency 

Examination-2012 

It is hereby notified as required under Boiler 
Attendants Rules, 2011 of the Second Class Boiler 
Attendants Competency Examination 2012 held on 13th, 
14th and 15th June 2012 was published. 


The candidates with the following register numbers 
are declared passed in the Second Class Boiler 
Attendants Competency Examination 2012. 
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Office of the Director of 
Eactories and Boilers, 
Thiruvananthapuram. 
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(Sd.) 

Chairman, 

Board of Examiners. 












